PREFACE.

IN presenting this little work to the public, the author has
endeavored to embody in plain language a thoroughly practical
description of such chemical methods of analysis in iron and
steel manufacture as have come under his personal observation
during some years of practice.

It is hoped that their special adaptation to their purpose will
be at once recognized, and their combination of rapidity with
accuracy noted.

Wrought iron and steel, being of special interest at this
time, have been particularly prominent in the work.

The methods of analysis having been explained, the reader
is also shown how to apply the results obtained; and thus the
practical character of the work is at once established.

The thanks of the author are due to Mr. R. W. Davenport,
Superintendent of the Midvale Steel Company, for valuable
advice; and to Mr. E. Hallgren, C.E., for labor bestowed on
the drawings.

It is hoped that the principles and practice here set forth
will prove of assistance to iron and steel manufacturers and
better enable them to meet the severe demands made upon
their products in this age of progress. If such be in any
measure the result of his efforts, none will be better pleased

than the

AUTHOR.